3D Macula Report 3D OCT-1(Ver.8.20) Print Date : 2/5/2017 PF TOPCON 


ID : 17-1560 Ethnicity : Asian Technician : 
Gender : Male Fixation : OD(R) Macula 
Name: B.LINGAPPA DOB : 5/9/1944 Age: 72 Scan : 3D(6.0 x 6.0mm - 512 x 128) 


Image Quality 12 mode : Fine(2.0.0) 


Capture Date : 2/5/2017 


Retinal thickness map ILM - RPE / Red-free 
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Retinal thickness ILM - RPE(ym) 
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